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PAGE 01 STATE 299799 

15 

ORIGIN EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO /030 R 

DRAFTED BY EB/ITP/EWT - LROSS:LLB 
APPROVED BY EB/ITP/EWT - RWPRACHT 
COM/OEA - MHUTCHINSON 
DEFENSE/OSD - DSCHROEDER 
RPE 

108776 

R 200108Z DEC 75 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 299799 

EXCON 

E.O. 11652: XGDS - 1 

TAGS: ESTC, COCOM, RO, UK 

SUBJECT: UK STORAGE TUBES TO ROMANIA IL 1558 

REF: A. COCOM DOC (75) 2487 
B. OECD PARIS 32301 

US TECHNICIANS BELIEVES THESE TUBES ARE COVERED BY IL 1541 
(B) RATHER THAN IL 1558 (B). NO OBJECTION IF THE TUBES 
INCLUDE SEGMENTED (SECTIONED Y) PLATES. IF NOT, RESERVE 
AND ASK WHAT TYPE OF PLATES ARE USED IN THESE TUBES. KISSINGER 
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Copy: SINGLE 
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Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE299799 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LROSS:LLB 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D750442-1046 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 223/aaaaattx. tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: CONFIDENTIAL 
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Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
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Review Event: 
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